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Message Text 
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ACTION SY-05 

INFO OCT-01 AF-06 ISO-OO A-01 ABF-01 SS-15 USIA-06 SCCT-01 

FBO-02 EB-07 SCA-01 PPT-01 VO-03 SCS-03 AID-05 OC-05 

CCO-OO SIG-01 CIAE-00 /064W 

119766 

R 240600Z OCT 75 
FM AMEMBASSY MBABANE 
TO SECSTATE WASHDC 8714 
INFO AMEMBASSY GABORONE 
AMEMBASSY PRETORIA 


LIMITED OFFICIAL USE MBABANE 1806 

E.O. 11652: N/A 
TAGS: ASEC 

SUB J : SECURITY POSTURE OF USG INSTALLATIONS IN SWAZILAND 

REF: A. STATE 210312 

B. STATE 21 1364 

C. MBABANE 1527 

D. MBABANE 1540 

1. POST HAS RECEIVED ESTIMATES FOR SECURITY IMPROVEMENTS NOTED 
REFTEL D. TOTAL COST IS ESTIMATED AT R3200. COST FOR USAID 
OFFICES IS R1700. COSTS FOR EMBASSY CHANCERY, INCLUDING 
UNCLASSIFIED WIREROOM IS R1500. 

2. POST SECURITY OFFICER HAS RECOMMENDED TO USAID (OSARAC) 

THAT SECURITY IMPROVEMENTS BE UNDERTAKEN. THEY WILL REPLY 
THROUGH AIDAC CHANNEL. 

3. IN LIGHT OF REFTELS A AND B, AND THE NECESSITY FOR THE 
RECOMMENDED IMPROVEMENTS, REQUEST DEPARTMENT FUND CITATION 
FOR THE WORK ON THE CHANCERY ASAP. 

4. RE REF C: POST HAS STILL NOT RECEIVED REPLY ON SECURITY 
LIMITED OFFICIAL USE 

LIMITED OFFICIAL USE 
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IMPROVEMENTS TO AMBASSADOR'S RESIDENCE. WOULD APPRECIATE 
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RESPONSE SOONEST. 

LANE 

LIMITED OFFICIAL USE 
NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 24 OCT 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: KelleyWO 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975MBABAN01806 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750370-0215 
From: MBABANE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1 9751 020/aaaaarrf. tel 

Line Count: 63 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION SY 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 

Previous Classification: LIMITED OFFICIAL USE 

Previous Handling Restrictions: n/a 

Reference: 75 STATE 210312 

Review Action: RELEASED, APPROVED 

Review Authority: KelleyWO 

Review Comment: n/a 

Review Content Flags: 

Review Date: 21 AUG 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <21 AUG 2003 by BoyleJA>; APPROVED <09 DEC 2003 by KelleyW0> 

Review Markings: 

Margaret P. Grafeld 
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US Department of State 
EO Systematic Review 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: SECURITY POSTURE OF USG INSTALLATIONS IN SWAZILAND 
TAGS: ASEC 
To: STATE 
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